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Commercial 

Interior 

Lighting 

SALES- 
BOOK 


HIS  Salesbook  features  the  latest  developments  in  light¬ 
ing  for  Commercial  Interiors,  distinctively  styled  and 
laboratory  tested  to  provide  maximum  light  distribution 
and  conservation. 

Months  of  research  and  experimentation  in  the  various 
designs  and  materials,  such  as  glass  and  finishes,  have  been 
employed  before  being  adopted  for  presentation  to  the 
‘‘light  conscious”  public. 

LUMA — A  scientifically  compounded  glass  moulded  into 
plain  and  configurated  lenses  for  maximum  light  intensity 
without  objectionable  glare. 

FRESCO — is  the  treatment  of  the  interior  reflecting  sur¬ 
faces  to  achieve  the  highest  quality  of  reflected  light  out¬ 
put  with  the  nearest  possible  approach  to  daylight  from  an 
artificial  light  source. 

LANKAT — is  a  translucent  moulded  material  used  suc¬ 
cessfully  for  the  first  time  for  decorative  accessories  in  com¬ 
mercial  lighting. 

The  principle  metal  used  is  heavy  gauge  aluminum  in  pol¬ 
ished  or  mat  finish  or  the  various  applied  colors  which  will 
retain  their  original  finish  indefinitely  under  every  type  of 
service  or  weather  condition. 

While  this  salesbook  has  been  planned  to  cover  the  major 
portion  of  lighting  installation,  the  jobber  or  architect  is 
sometimes  at  a  loss  in  specifying  the  proper  lighting  unit 
for  the  best  results.  A  rough  sketch  or  blueprint  showing 
the  size  of  the  room  and  height  of  the  ceiling  and  its  ulti¬ 
mate  use  and  our  engineering  stafif  will  gladly  lay  out  the 
spacing  of  outlets  and  suggest  the  types  of  lighting  to  be 
used  at  no  obligation. 

This  department  is  fully  informed  on  recent  developments 
and  future  possibilities  in  the  lighting  field  in  relation  to 
the  new  Be-post  and  Flurescent  lamp.  We  are  prepared  to 
make  practical  applications  to  solve  any  special  lighting 
problems. 


The  following  is  a  list  of  light  intensities 
for  various  locations  measured  in  foot 
candles : 


FOR  GENERAL  ILLUMINATION 

10-15  Foot  Candles 


Auditoriums 
Art  Galleries 
Churches 


Dining  Rooms 
Lodge  Halls 
Lobbies 


FOR  ORDINARY  SEEING 

15-25  Foot  Candles 

Automobile  Show  Rooms  Offices 

Court  Rooms  Jewelry  Shops 

Drug  Stores  Furriers 

Food  Stores  Sporting  Goods 

Hospitals  Special  Displays 


FOR  CLOSE  WORK 

25-50  Foot  Candles 


Bank  Cages 
Barber  Shops 
Beauty  Shops 
Drafting  Rooms 


Class  Rooms 
Laboratories 
Reading  Rooms 
Working  Areas 
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The  easy  flowing  lines  and 
scientific  construction  of 
this  unit  plays  a  major  part 
in  both  its  lighting  effi¬ 
ciency  and  sales  appeal. 

Equipped  with  a  “Luma” 
glass  bottom  and  finished  in 
brushed  and  polished 
aluminum  this  unit  is  rec¬ 
ommended  where  high  ef¬ 
ficiency  is  required  over 
large  areas. 


9103 


Number 

Lamp 

Bowl 

Length 

List 

(\\  arts) 

Dia. 

Depth 

Hanger 

Overall 

Price 

9102 

200 

17" 

51/2" 

26" 

32" 

$15.00 

9103 

300-500 

20" 

7" 

29" 

36" 

18.00 

9107 

750-1000 

22" 

9" 

33" 

42" 

22.50 

Fat»ri(‘iitecl  from  18  ca.  spun  ahiminiiin.  Stem — seamless  aluminum  tubing. 
Inside  refleetor  Freseo  finislied.  Luma  glass  bottom. 

Stock  Finish:  Brushed  and  Polished  Aluminum. 
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In  a  color  combination  of 
brushed  and  polished 
aluminum  and  gold  to¬ 
gether  with  the  new 
“Luma”  lens  this  fixture  is 
particularly  s  u  i  t  ed  for 
those  locations  where  dec¬ 
orative  effect  is  as  impor¬ 
tant  as  light  output,  such  as 
directors’  rooms,  club 
rooms,  and  better  class 
shops. 


9373 


Number 

Lamp 

Bowl 

Length 

List 

( Watts) 

Dia. 

Depth 

Hanger 

( Iverall 

Price 

9372 

200 

14" 

51^" 

26" 

32" 

$27.00 

9373 

300-500 

18" 

6" 

30" 

36" 

30.00 

Fabrieated  from  18  sa.  spun  aluminum,  .sitem — seamless  aluminum  tubint;. 
Inside  reflector  Fresco  finisbed'.  I.uma  iclass  bottom. 


Stock  Finish:  Brushed  and  Polished  Aluminum. 
Cast  Brass  Trimmings — Gold  Finish. 
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9153 


“Lancat,”  a  new  moulded, 
translucent  material  ap¬ 
plied  on  the  sides  and  bot¬ 
tom  of  the  bowl,  producing 
a  luminous  glow  to  the 
outer  surface. 

These  color-touches  en¬ 
hance  the  general  effect 
created  by  a  luminare 
which  was  designed  pri¬ 
marily  for  a  wide  distribu¬ 
tion  of  light. 


Number 

Lamp 

Bowl 

Length 

List 

(Watts) 

Dia. 

Depth 

Hanger 

Overall 

Price 

9152 

200 

14" 

5" 

27" 

32" 

$13.50 

9153 

300-500 

19" 

6" 

30" 

36" 

15.75 

9157 

750-1000 

22" 

7" 

35" 

42" 

21.00 

Fabricated  from  18  sa.  spun  aluminum.  .Stem — seamless  aluminum  tubing. 
Inside  reflector  Fresco  finished.  “Lancat”  bottom  and  trimmings. 

Stock  Finish:  Brushed  and  Polished  Aluminum. 
Lancat  Trimmings  in  Irridescent  Ivory. 
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An  all-purpose  luminare 
whose  dignified  character 
of  line  and  proportion  will 
blend  successfully  with 
present  day  modern  in¬ 
teriors.  The  fixture  is  fin¬ 
ished  in  polished  and 
brushed  aluminum  with  an 
ivory  glass  bottom  that  per¬ 
mits  a  soft  light  directed 
over  the  working  area. 


9133 


Number 

Lamp 

Bowl 

Length 

List 

(Watts) 

Dia. 

Depth 

Hange 

r  '  Overall 

Price 

9132 

200 

14" 

5" 

27" 

32" 

$14.25 

9133 

300-500 

19" 

6" 

V 

b 

36" 

17.25 

9137 

750-1000 

22" 

7" 

35" 

1  42" 

23.25 

Fabricated  from  18  Ka.  spun  aluminum.  Stem — seamiess  aiuminum  tiibini;. 
Inside  reflector  Fresco  finished.  Ivory  glass  bottom. 


Stock  Finish:  Brushed  and  Polished  Aluminum. 
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9333 


While  most  indirect  fix¬ 
tures  depend  on  the  ceiling 
for  reflection,  this  unit 
creates  its  own  “false  ceil¬ 
ing,”  which  gives  a  more 
concentrated  reflection  over 
the  working  area,  at  the 
same  time  a  certain  amount 
of  light  is  directed  upward 
to  overcome  any  dark  area. 
This  unit  is  ideally  suited 
where  indirect  light  is  re¬ 
quired  in  a  room  with  a 
higher  than  average  ceil¬ 
ing. 


Numl)er 

Lamp 

(Watts) 

Bowl 

Length 

List 

Price 

Dia. 

Depth 

Hanger 

( Iverall 

9332 

200 

16" 

51/." 

26" 

32" 

$20.25 

9333 

300-500 

IQ" 

61.4" 

29" 

36" 

.23.25 

Fabripiited  from  18  sa.  M>iin  aluminum.  Stem — .seamleHH  aluminum  tubiiii;. 

lu.Hide  reflector  I'rewco  finisbed.  Opal  Klaws  cylinder. 


Stock  Finish:  Brushed  and  Polished  Alutnintnn. 
Inside  Reflector  ^‘Fresco”  Finished. 


CANOLCPOWCn  AT  10  rccT 


A  total  indirect  low- 
maintenance-cost  unit  de¬ 
signed  for  any  indirect 
lighting  purpose  where 
distribution  and  glareless 
light  is  required. 

The  new  “Fresco”  interior 
finish  affords  a  permanent, 
reflecting  surface  that  will 
withstand  time  and  con¬ 
stant  use  indefinitely. 


For  Details  See  Page  29 


9343 


Number 

Lamp 

Bowl 

Length 

List 

(Watts) 

Dia. 

Depth 

Hanger 

Overall 

Price 

9342 

200 

16" 

43/4" 

27" 

32" 

$12.75 

9343 

300-500 

V 

o 

(M 

53/4" 

30" 

36" 

15.00 

9347 

750-1000 

24" 

63/4" 

35" 

42" 

21.00 

Fabricated  from  18  ga.  spun  aluminum.  Stem — seamless  aluminum  tul>ing. 
Inside  reflector  Fresco  finished. 


Stock  Finish’.  Brushed  and  Polished  Aluminum 
or  Polished  Aluminum  with  Ivory  or  White. 
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Finished  in  eggshell,  ivory  and  pol¬ 
ished  aluminum,  this  unit  would  add 
immeasurably  to  the  general  har¬ 
mony  and  lighting  efficiency  of  a 
modern  store,  office  or  private  home. 


Stock  Finish: 

Brushed  and  Polished  Aluminum,  or 
Polished  Aluminum  with  White  or  Ivory. 

Fabricated  from  18  ga.  spun  aluminum.  Stem — seamless 
aluminum  tubing.  Inside  reflector  Fresco  finished. 


Number 

Lamp 

(Watts) 

Bowl 

Length 

List 

Dia. 

Depth 

(Overall 

Price 

9163 

3-100 

16" 

33^" 

32" 

$15.00 

9164 

4-100 

19" 

4VF' 

36" 

18.00 

A  smart,  efficient  unit  that  spreads 
the  light  over  a  wide  area.  Polished 
metal  rods  in  the  hanger  add  to  its 
distinctive  appearance.  It  is  particu¬ 
larly  suited  for  public  dining  rooms, 
waiting  rooms  and  private  offices. 


Stock  Finish: 

Brushed  and  Polished  Aluminum. 
Cast  Brass  Trimmings  in  Gold. 

Fabricated  from  18  ga.  spun  aluminum.  Stem — Heamle8.s 
aluminum  tubing.  Inside  reflector  Fresco  finished. 


Number 

Lamp 
( VVatts) 

Bowl 

Length 

(Jverall 

List 

Price 

Dia. 

Depth 

9383 

3-100 

16" 

31/4" 

32" 

$19.25 

9384 

4-100 

20" 

4" 

36" 

23.25 
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'  i. 

The  conical  glass  bowl  in  dense 
white  or  ivory  toned  provides  a 
hood  of  uniform  subdued  light  free 
from  glare,  at  a  high  foot  candle  in¬ 
tensity. 

- > 


Stock  Finish'. 

Brushed  Aluminum  with  Chrome  Fittings. 


Number 

Lamp 

Glass 

Bowl 

Length 

List 

(\\  atts) 

Dia. 

Depth 

H’g’r 

Ov’all 

Price 

9362 

200 

White 

16" 

53/^" 

27" 

32" 

$16.50 

9363 

300-500 

White 

18" 

6" 

30" 

36" 

22.50 

9462 

200 

Ivory 

16" 

53^" 

27" 

32" 

18.00 

9463 

300-500 

Ivory 

18" 

6" 

30" 

36" 

24.00 

This  unit  has  the  same  general  de¬ 
scription  as  ^9133  but  made  in  the 
total  indirect  type.  This  type  of  cor¬ 
rect  illumination  should  be  used 
where  eyesight  and  health  of  work¬ 
ers  is  of  vital  consideration. 


< 


Fabricated  from  18  ga.  spun  aluniinuin.  Stem — seainless 
aluminum  tubing.  Inttide  reflector  Fresco  finished. 

Stock  Finish'. 

Brushed  and  Polished  Aluminum. 


Numbei 

Lamp 

Bowl 

Length 

List 

(\\  atts) 

Dia. 

Depth 

H’g’r 

Ov’all 

Price 

9122 

200 

14" 

5" 

27" 

32" 

$13.50 

9123 

300-500 

19" 

6" 

30" 

36" 

16.50 

9127 

750-1000 

22" 

7" 

35" 

42" 

22.50 

Semi-direct  and  indirect  lighting  are 
combined  in  this  unit,  designed  for 
locations  where  both  types  of  light¬ 
ing  are  required  from  a  single  lamp 
source  such  as  restaurants,  or  show¬ 
rooms.  The  opal  bottom  dish  directs 
an  unobstructed  light  downward. 
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I'abricattNj  from  IX  ca.  aluminum,  intern — MoamleNM 

aluminum  tubiiiR.  Inwido  refle<‘tor  Frewco  finished. 
Opal  !;lass  bottom. 


Stock  Finish’. 

Brushed  and  Polished  Aluminum. 


Xumber 

Lamp 

Bowl 

Length 

List 

( W  atts) 

Dia. 

Depth 

H’g’r 

Ov’all 

Price 

9352 

200 

16" 

5" 

27" 

32" 

$16.50 

9353 

300-500 

19" 

6" 

30" 

36" 

19.50 

A  total  indirect  unit  with  a  lumi¬ 
nous  feature  that  permits  a  small 
amount  of  light  to  reflect  on  the  out¬ 
side  of  the  bowl  without  lowering  its 
intensity  or  efficiency. 
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Fabricated  from  18  sa.  spun  aluminum.  .Stem — seamless 
aluminum  tubing-.  Inside  reflector  Fresco  finished. 

Stock  Finish: 

Brushed  and  Polished  Aluminum. 


Number 

Lamp 

Bowl 

Length 

List 

(Watts) 

Dia. 

Depth 

H’g’r 

Ov’all 

Price 

9192 

200 

17" 

51/4" 

26" 

32" 

$15.00 

9193 

300-500 

20" 

7" 

29" 

36" 

18.00 

9197 

750-1000 

22" 

9" 

33" 

42" 

24.00 

A  unit  similar  in  characteristics  but 
different  in  design  from  ^  9353 
shown  on  the  opposite  page.  It  also 
has  the  spill-light  feature  which 
throws  an  attractive  glow  on  the  bot¬ 
tom  of  the  bowl. 


Kiibricaf e<I  from  IS  ca.  spun  alumiiuiin.  Stem — seamless 
aluminum  (uliiiu:.  Inside  reflector  Fresco  finished. 
Opal  Klass  bottom. 

Stock  Finish : 

Brushed  and  Polished  Aluminum. 


Number 

Lamp 

Bowl 

Length 

List 

(\\  atts) 

Dia. 

Depth 

H’g’r 

Ov’al 

Price 

9172 

200 

16" 

5" 

27" 

32" 

$17.25 

9173 

300-500 

19" 

6" 

30" 

36" 

18.75 

The  new  prismatic  “Luma”  lens, 
which  forms  the  bottom  of  this  bowl, 
fills  the  need  for  a  highly  efficient 
semi-direct  lighting  unit.  It  has  the 
economy  value  of  glareless  illumina¬ 
tion  with  the  use  of  a  lower  wattage 
lamp  than  is  necessary  in  a  total  in¬ 
direct  fixture. 


Fabricated  from  IS  sa.  spun  aluminum.  Ntem — seamless 
aluminum  tubins.  Inside  reflector  Fres<o  finished. 
I.uma  slass  bottom. 

Stock  Finish : 

Brushed  and  Polished  Aluminum. 


N  umber 

Lamp 

(Watts) 

Bowl 

Length 

List 

Price 

Dia. 

Depth 

H’g’r 

Ov’all 

9222 

200 

16" 

5" 

27" 

32" 

$14.25 

9223 

300-500 

19" 

6" 

30" 

36" 

16.50 

The  semi-flush  fixtures  shown  on  this 

t 

page  are  intended  for  low  ceilings,  and 
small  area  locations  as  auxiliary  lights 
to  the  large  pendant  fixtures  which  they 
match. 


9378 

- 


Fabricated  from  18  ga.  spun  aluniinum.  Stem — seamless  aliimiimm 
tubing.  Inside  reflector  Fresco  finished.  Luma  glass  bottom. 


Number 

Camp 

Bowl 

Dength 

Dist 

(Watts) 

Dia. 

Depth 

Hanger 

Overall 

Price 

9378 

200 

14" 

51/4" 

8" 

14" 

$18.00 

9158 

200 

14" 

5" 

8" 

14" 

12.75 

9138 

200 

14" 

5" 

8" 

14" 

13.50 

9158 

< - 


Stock  Finish: 

Brushed  and  Polished  Aluminum 


Fabricated  from  18  ga.  spun  aluminum.  Stem — seamless  aluminum 
tubing.  Inside  reflector  Fresco  finished. 


9138 

< - 


Fabricated  from  18  ga.  spun  aluminum.  Stem — seamless  aluminum 
tubing.  Inside  reflector  Fresco  finished.  Ivor.v  glass  bottom. 


Cut  the  cost  of  remodeling  by  specifying 
these  new  surface  units,  illustrated  on 
this  page.  They  offer  high  intensity  il¬ 
lumination  over  a  small  area  such  as 
corridors,  under  and  over  balconies  or 
counter  displays. 


9100 


Number 

Lamps 

Dia. 

Depth 

Bottom 

List  Price 

9100 

2-60 

12" 

41/^" 

Glass 

$11.25 

9200 

2-60 

12" 

5" 

Louvre 

15.00 

9300 

2-60 

12" 

51^" 

Glass  Lens 

13.50 

9400 

1-100 

12" 

7" 

Reflector 

12.00 

Stock  Finish: 

Brushed  and  Polished  Aluminum. 

Fabricated  from  18  ga.  spun  aluminum.  Inside  reflector  Fresco  flnislml. 


Recessed  Units — that  features  the  highly  efficient  glareless  “Luma” 
lens.  The  light  distributing  properties  of  fusmatic  glass  plus  the 
soft  diffusion  of  “Luma”  are  combined  to  make  a  built-in  lighting 
unit  that  is  indispensable  for  over  the  counter  and  all  other  auxiliary 
“spot”  lighting. 


X  umber 

L,amps  (Watts) 

Inside  Dia. 

Outside  Dia. 

Bottom 

List  Price 

*9110 

2-100 

9" 

12" 

Duma  Lens 

XI 125 

*9210 

2-100 

9" 

12" 

Louvre 

12.00 

*9410 

2-100 

9" 

12" 

Glass 

9  00 

9120 

200-500 

9" 

12" 

Glass 

9  75 

9220 

200-500 

9" 

12" 

Louvre 

12.00 

9420 

200-500 

9" 

12" 

Luma  Lens 

10  .50 

*A(I(I  to  list  for  reflectors  Asbestos  eovered. 

Stock  Finishes:  Brushed  and  Polished  Aluminum.  } 


Kabrieatecl  from  JH  jca.  spun  alumiiiiiin.  Inside  refle<‘tor  Freseo  Hnished. 


I 
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A  fine  example  of  the  combination  of  light-control  and  decoration. 
These  units  offer  excellent  glareless  illumination  and  “eye  appeal” 
for  the  exclusive  specialty  shop,  office  or  private  residence  where 
harmony  with  the  surrounding  decoration  is  an  important  con¬ 
sideration. 


Number 

Camps  (Watts) 

Bowl 

Height 

List  Price 

Dia. 

Depth 

Overall 

3000 

3-100 

16" 

5" 

36" 

$19.50 

3010 

3-60 

12^/4" 

41^" 

16" 

15.90 

3020 

1-100 

\0V2" 

4" 

10" 

8.25 

*3030 

3-100.  2-50 

16" 

5" 

36" 

22.50 

*Iii<liviclnaI  control  switch  for  optional  direct  or  indirect  liRlitinK. 

Stock  Finishes:  Eggshell  and  Gold,  Ivory  and  Gold,  Mat  Aluminum 

and  Gold,  Bronze  and  Gold. 

Specify  srlass  bottom  in  Ivory  or  Taiina  Rlass. 
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All-purpose  glass  lighting  units,  made  in  American  factories  and 
carefully  tested  for  efficiency  and  long  service.  Ideal  lighting  for 
schools,  stores  and  other  locations  where  economical  or  physical  con¬ 
ditions  do  not  permit  the  use  of  indirect  lighting. 


Number 

Lamp  (Watts) 

Glass 

Holder 

Susp. 

Length 

List  Price 

9210 

100 

4"x  10" 

4" 

Flush 

10" 

$5.2.'; 

9212 

150 

6"x  12" 

6" 

Flush 

14" 

7.50 

9214 

200 

6"x  14" 

6" 

Flush 

16" 

9.00 

9314 

200 

6"x  14" 

6" 

Chain 

42" 

9.75 

9316 

300 

6"x  16" 

6" 

Chain 

42" 

11.25 

9414 

200 

6"x  14" 

6" 

Stem. 

49-' 

10  50 

9416 

300 

6"x  16" 

6" 

Stem 

42" 

12.00 
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Stock  Finishes:  Brushed  and  Polished  Aluminum. 


These  lighting  units  have  the  same  qualities  as  those  on  the  opposite 
page  with  the  added  feature  of  an  aluminum  louvre  resting  on  the 
glass.  This  louvre  is  for  decorative  efifect  only  and  can  be  left  off 
if  desired. 


Number 

Lamp  (Watts) 

Glass 

Holder 

Susp. 

Length 

List  Price 

9910 

100 

4"x  10" 

4" 

Flush 

10" 

S525 

9912 

150 

6"x  12" 

6" 

Flush 

14" 

7.50 

9914 

200 

6"x  14" 

6" 

Flush 

16" 

9.00 

*9814 

200 

6"x  14" 

6" 

Stem 

42" 

15.75 

*9816 

500 

6"x  16" 

6" 

Stem 

42" 

1725 

*9714 

200 

6"x  14" 

6" 

Chain 

42" 

15.00 

*9716 

.300 

6"x  16" 

6" 

Chain 

42" 

16.50 

Stock  Finish'.  Brushed  and  Polished  Aluminum. 

*When  Ordering  Without  Aluminum  Louvre,  Deduct  $5.25  from  List. 


19 


CORRECT  ILLUMINATION 


9712 

9712— 6"\T2".  Opal  Glass.  .  List,  $7.50 
9714— 6"xl4".  Opal  Glass.  .  List,  9.00 

Wired  Keyless.  6"  Porcelain  Holder. 
White  Porcelain  Only. 

Add  for  Colors  on  Holders,  60^^  list. 


The  results  of  proper  glareless  illumination 
in  the  hospital  has  proven  its  effectiveness  on 
the  nervous  system  and  eye  strain  on  both  pa¬ 
tient  and  general  staff. 

The  indirect  fixture  shown  on  this  page,  as 
well  as  others  in  this  catalogue,  are  an  excel¬ 
lent  solution  of  this  problem. 

The  porcelain  equipment  illustrated  have 
the  added  advantage  of  that  gleaming  spot¬ 
less  appearance  which  only  white  porcelain 
can  offer. 

Furnished  in  the  Followmg 
Standard  Sanitary  Mfg.  Co.  Colors". 

Ming  Green  Rose  du  Barry 

Orchid  oe  Vincennes  Ivoire  de  Medici 
Clair  DE  Luxe  Blue  Ionia  Black 


9343 

9342 —  200  watt . List,  $12.75 

9343 —  300-500  watt . List,  15.00 

9347—750-1000  watt.  .  .  .  List,  21.00 

Stock  Finishes  and  Sizes 
See  Page  9 


9612 

9612 — 6"xl2".  Opal  Glass.  .  List,  $7.50 

9614 — 6"xl4".  Opal  Glass.  .  List,  9.00 

Wired  Keyless.  6"  Porcelain  Holder. 
White  Porcelain  Only. 

Add  for  Colors,  60c  list. 
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FOR  THE  MODERN  HOSPITAL 


Spotless 

Sanitary 

All-Porcelain 

Lighting 

Fixtures 


699 

JVhite  and  Colors 

699  — Pull  Switch.  White. 

List  Price  .  .  .  $6.00 

699  — Pull  Switch.  Colors. 

List  Price  .  .  .  $6.60 

699  C — With  Convenience  Outlet. 

List  Price  .  .  .  $6.45 

699  C — With  Convenience  Outlet.  Colors. 

List  Price  .  .  .  $7.05 

Back  4j4"xSj^".  Ext.  5". 

Lucent  glass  shade,  12"  wide. 

Takes  two  75  watt  bulbs. 


637 

]Vhitc  and  Colors 

637  — Pull  Chain.  White. 

List  Price  .  .  .  $2.40 

637  — Pull  Chain.  Colors. 

List  Price  .  .  .  $3.00 

637  C — With  Convenience  Outlet. 

List  Price  .  .  .  $2.70 

637  C — With  Convenience  Outlet.  Colors. 

List  Price  .  .  .  $3.30 

Back:  Height  Syc.  Width  4y". 

Fitter. 

\\'ill  take  up  to  60  watt  bulb. 


448 

White  and  Colors 

Vapor-proof  construction.  Threaded  glass 
and  holder,  and  made  especially  tight  with 
the  use  of  a  rubber  washer  makes  this 
fi.xture  suitable  for  use  in  shower  stalls. 

448 — White . List  Price,  $3.60 

448 — Colors . List  Price,  $4.50 

Base  diameter  4^". 

Will  take  75  watt  bulb. 

Furnished  keyless  only. 


610 

White  and  Colors 

610  — Turn  Switch.  White.  List.  $2.70 
610  — Turn  Switch.  Colors.  List,  $3.30 
610  C — With  Conv.  Outlet.  List,  $3.15 
610  C — With  Conv.  Outlet. 

Colors.  List  ....  $3.75 

Back  434”  dia.  Ext.  434". 

Opal  glass  shade.  Will  take  60-w.  bulb. 


626 

White  and  Colors 

626  —Keyless . List,  $3.00 

626  — Keyless.  Colors.  .  List,  $3.60 
626  P — Pull  Cliain.  .  .  .  List,  $3.30 
626  P — Pull  Chain.  Colors.  List,  $3.90 
Base  dia.  4^".  Height  7". 

Glass  lyy-ayy. 


650 


White  and  Colors 
Furnished  ii'itli  Opal  Glass. 

650  K — Keyless.  .  .  .  List  Price,  $3.15 

650  K — Keyless.  Colors.  List  Price,  $3.75 
650  P — Pull  Chain.  .  List  Price,  $3.45 
650  P — Pull  Chain.  Colors. 

List  Price  .  .  .  $4.05 
Base:  Diameter  5%".  334”  Fitter. 

Will  take  up  to  75  watt  bulb. 
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HOSPITAL  LIGHTING-Confinued 


Spotless 

Sanitary 

All-Porcelain 

Lighting 

Fixtures 


640 

Furnished  zvith  Lucent  Glass. 
640  — Pull  Chain. 

List  Price  .  .  $3.60 

640  — Pull  Chain.  Colors. 

List  Price  .  .  $420 

640  C — With  Conv.  Outlet. 

List  Price  .  .  $3.90 

640  C — With  Conv.  Outlet.  Colors. 

List  Price  .  .  $4.50 

Back:  Height  6".  Width  A%". 

Will  take  up  to  40  watt  bulb. 


2067 

2067  K — Keyless. 

List  Price  .  .  $1.35 

2067  K — Keyless.  Colors. 

List  Price  .  .  $1.80 

2067  P — Pull  Chain. 

List  Price  .  .  $1.50 

2067  P — Pull  Chain.  Colors. 

List  Price  .  .  $1.95 

Base :  Diameter  4^". 


480 

480  — Levolier  Toggle. 

List  Price  .  .  $3.75 

480  — Levolier  Toggle.  Colors. 

List  Price  .  .  $4.65 

480  C^ — Levolier  Toggle  and  Conv. 

Outlet.  List  Price,  $4.35 
480  C — Levolier  Toggle  and  Conv. 
Outlet.  Colors. 

List  Price  .  .  $5.25 

Back:  Height  6^".  Width  4". 


Furnished  in 

Standard  Sanitary  Mjg.  C o. 
Colors 

See  Page  20 


604 

604  — Keyless. 

List  Price  .  .  $3.00 

604  — Keyless.  Colors. 

List  Price  .  .  $3.60 

604  P — Pull  Chain. 

List  Price  .  .  $3.30 

604  P — Pull  Chain.  Colors. 

List  Price  .  .  $3.90 

Base  dia.  SYF' .  Fitter  4". 

Glass  4"x8". 

Will  take  150  watt  bulb. 


2038 

Furnished  zxfith  Opal  Glass 
2038  — Keyless. 

List  Price  .  .  $2.40 

2038  — Keyless.  Colors. 

List  Price  .  .  $3.00 

2038  P — Pull  Chain. 

List  Price  .  .  $2.85 

2038  P — Pull  Chain.  Colors. 

List  Price  .  .  $3.45 

Base:  Diameter  4^".  Fitter. 
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OFFICE  AND  SCHOOL  LIGHTING 


Efficient,  Inexpensive 
Lighting  Fixtures. 
Made  from 

Heavy  Gauge  Brass  and 
Aluminum  in 
Brushed  or  Polished 
Aluminum  Finish. 


Domestic  Glare-Free 
Glass  Exclusively 


9414 

9414 — 6"x  14".  Opal  Glass. 

List  Price  .  .  .  $11.25 
9416 — 6"x  16".  Opal  Glass. 

List  Price  .  .  .  $12.00 
Wired  Keyless.  6"  Stem  Hanger. 


9500 


Desk  Lamps 

These  lamps  use  the  Holo- 
plane  glass  reflector,  which 
means  the  greatest  possible 
light  with  the  least  amount 
of  glare.  They  are  made  of 
heavy  gauge  brass  metal  in  the  conventional 
standing  type  and  also  the  clamp  and  swing 
type,  which  permits  a  clear  working  area  on 
desk  or  table. 


9500 — 1-Light.  Shade,  14"  diameter.  Arm  Exten¬ 
sion,  20".  Height,  IS".  .  List  Price,  $22.50 
9550 — 1-Light.  Shade,  14"  diameter.  Height,  15". 

List  Price,  015.00 


Stock  Finish'.  Bank  Bronze 


9212 

9212— 6"xl2".  Opal  Glass. 

List  Price  ....  $7.50 
9214 — 6"x  14.  Opal  Glass. 

List  Price  ....  $9.00 
Wired  Keyless.  6"  Metal  Holder. 


975 

Furnished  with  Opal  or  Ivory  Glass 

975/8 — 2-Light.  Keyless.  8"  Glass. 

Width  10".  List  Price,  $3.90 

975/10 — 3-Light.  Keyless.  10"  Glass. 

Width  12",  List  Price,  $6-00 


SMALL  CEILING  FIXTURES 


967 

967 — Mogul  Socket. 

3-M'ay  Switch  for  2  filament 
bulb,  50-100-150.  Enameled — 
Crystal  top  and  bottom.  Base 
Diameter  6".  Overall  Length 
934".  Screw  type  holder. 

List  Price  $5.25 

967^  — .A.S  above  with  Opal  Glass. 

List  Price  .  .  $4.95 

969 — Same  as  967.  Keyless.  Stand¬ 
ard.  Edison  Base. 

List  Price  .  .  $3.90 

969^2 — M'ith  Opal  Glass. 

List  Price  .  .  $3.75 

Will  take  150  watt  bulb. 


975 

975-8 — 8"  dia.  Opal  Glass. 

List  Price  .  .  $3.90 

975-10 — 10"  dia.  Opal  Glass. 

List  Price  .  .  $6.00 

975-12 — 12"  dia.  Opal  Glass. 

List  Price  .  .  $11.50 

975-14 — 14"  dia.  Opal  Glass. 

List  Price  .  .  $12.75 


904 

Furnished  zvith  Opal  Glass 
904  — Keyless. 

List  Price  .  .  $3.00 
904  P — Pull  Chain. 

List  Price  .  .  $3.30 
Dimension  of  Base ;  7".  4"  Eitter. 
Will  take  up  to  150  watt  bulb. 


These  pages  ofifer  a  large  selection  of  ceiling 
pieces  for  the  various  locations  where  a  small 
practical  lighting  unit  is  needed. 

They  are  all  made  from  heavy  gauge  brass 
metal  and  furnished  in  polished  chrome  or 
any  other  standard  finish. 

Only  the  finest  quality  domestic  opal  glass  is 
used  in  various  sizes  for  the  use  of  from  25 
to  150  watt  lamps. 

All  fixtures  are  individually  packed  in  a 
master  carton  of  six  or  twelve  for  easy  hand* 
ling. 


OF  VARIOUS  SIZES  AND  USES 


I 


937 

Furnished  until  Opal  Glass 
937  — Keyless. 

List  Price  .  .  $3.00 
937  P — Pull  Chain. 

List  Price  .  .  $3.30 
Base  Diameter :  5". 

Glass:  5j^"x2^". 


2420 

2420— Metal  Bowl,  11^"  dia. 
Depth  Overall  13".  Irides¬ 
cent  Glass  Ring. 

Will  take  100  watt  bulb. 

List  Price  .  .  $5.25 


951 

Furnished  u'ith  Opal  Glass 
951  — Keyless. 

List  Price  .  .  $3.00 
951  P — Pull  Chain. 

List  Price  .  .  $3.30 
Base  Diameter;  5".  Special  Fitter. 
Will  take  75  watt  bulb. 


959 

959 — Keyless.  Screw  type  holder. 
Base  dia.  6".  Height  9}i". 
Polished  reflector  ring,  10" 
dia.  White  glass.  Crystal  top 
and  bottom. 

List  Price  .  .  $4.50 
959J4 — With  Opal  Glass. 

List  Price  .  .  $4.20 
Will  take  150  watt  bulb. 


868 

868  — Keyless. 

List  Price,  $3.00 
868  P — Pull  Chain. 

List  Price,  $3.75 
6"  dia.  Opal  Glass. 

Takes  40  watt  bulb. 


952 

Opal  Glass 
952  — Keyless. 

List  Price  .  .  $3.00 
952  P — Pull  Chain. 

List  Price  .  .  $3.30 
Dimension  of  base:  5l4". 

Fitter  3R^". 

Will  take  75  watt  bulb. 


939 

939  — Keyless. 

List  Price  .  .  $1.80 
939  P — Pull  Chain. 

List  Price  .  .  $2.10 

Dimension  of  Base:  5j/2". 
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DECORATIVE  AND  USEFUL 


9121 

1-Light.  Turn  Switch.  Length  11". 

List  Price  .  .  $9.00 

Ext.  6". 

For  100  watt  bulb. 

Finishes : 

Mat  and  Polished  Aliiininuin 


908  D — for  12"  bulb.  Back 
16"x43^"  dia. 

List  Price  .  .  $12.00 
913  D — for  18"  bulb.  Back 
22" X  dia.  With  cast 

brass  arrows. 

List  Price  .  .  .$15.00 

All  Brass  Metal 


Stock  Finishes'.  Brushed  and  Polished  Aluminum 


9131 

1-Light.  Turn  Switch.  Width  10". 
Ext.  714". 

For  150  watt  bulb.  Wall  pocket  type. 
Finishes : 

Mat  and  Polished  Alnminuni 

List  Price  .  .  .  $13.50 


906  CG-906  BG 

906  CG— for  12"  bulb. 
Turn  Switch.  Clear  Glass 
Fins.  Back  3^"x  16". 

List  Price  $825 

906  BG— for  12"  bulb, 
with  Blue  Glass  Fins. 

List  Price  $9.75 

911  CG— for  18"  bulb. 
Turn  Switch.  Clear  Glass 
Fins.  Back  3^"x22". 

List  Price  $1125 

911  BG— for  18"  bulb, 
with  Blue  Glass  Fins. 
List  Price  .  $12.75 


905  CG-905  BG 

905  CG — for  12"  bulb.  Turn 
Switch.  Clear  Glass  Fins. 
Back  2^"x  13H". 

List  Price  .  .  $8.25 

905  BG — for  12"  bulb,  with 
Blue  Glass  Fins. 

List  Price  .  .  $9.75 

910  CG — for  18"  bulb.  Turn 
Switch.  Clear  Glass  Fins. 
Back  2^"x  19^". 

List  Price  .  .  $11.25 

910  BG — for  18"  bulb,  with 
Blue  Glass  Fins. 

List  Price  .  .  $12.75 


9371 

1-Light.  Turn  Switch.  Length  10". 
Ext.  6". 

For  100  watt  bulb. 

Finishes : 

Mat  and  Polished  Ahuninum 
List  Price  .  .  $10.50 


908  G  —  for  12"  bulb. 
Back  16"x  4^"  dia. 

List  Price  $11.25 
913  G  —  for  18"  bulb. 
Back  22"x4K"  dia. 

List  Price  .  $14.25 

Polished  Chrome  Finish 
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SIDE  WALL  LIGHTING 


985 

Furnished  with  Opal 
Glass 

985 — Turn  Switch. 

List  Price  .  $3.90 

Round  Base:  dia. 

Extension:  4%". 

Will  take  up  to  60  watt 
bulb. 


1012  C 


1032  C 


1052  —  for  12"  bulb. 
Back  23/4"  X  15^". 
With  opal  glass  cyl¬ 
inder. 

List  Price,  $11.25 
1058  —  for  18"  bulb. 
Back  23/^"x21^". 
With  opal  glass  cyl¬ 
inder. 

List  Price,  $14.25 


Stock  Finish'. 
Polished  Chrome 
on  Brass 


1012  —  for  12"  bulb. 
Back  2^"x  15^A". 

List  Price,  $3.00 
1018  —  for  18"  bulb. 

Back  234"x2U4". 

List  Price,  $3.75 


Stock  Finish: 
Polished  Chrome 
on  Brass 


1032  —  for  12"  bulb. 
Back  2M"xl5^". 
With  movable  reflec¬ 
tor. 

List  Price,  $5.25 
1038  —  for  18"  bulb. 
Back  2^"x21^". 
With  movable  reflec¬ 
tor. 

List  Price,  $6.45 


For  C onvenience  Outlet 
Add  45c  to  List  Price 


For  C onvenience  Outlet 
Add  45c  to  List  Price 


931 

Furnished  with  Opal  Glass 
931  —Pull  Chain. 

List  Price  .  .  $3.30 
931  C — With  Convenience  Out¬ 
let. 

List  Price  .  .  $3.75 


999 

999  — 2-Light.  Pull  Chain. 

List  Price . $7.50 

999  C — 2-Light.  Pull  Chain,  with  Conveni¬ 
ence  Outlet. 

List  Price . $7.95 

Extension  5l4". 

Takes  two  75  watt  bulbs. 


827  C 

927  — 1-Light.  Turn  Switch. 

List  Price  .  .  $8.25 
927  C — 1-Light.  Turn  Switch, 
with  Convenience  Outlet. 
List  Price  .  .  $8.70 

Back  4^"  dia.  Ext.  5". 

Opal  glass  2%"x6". 

Will  take  60  watt  bulb. 
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BARS  -  GRILLS  -  TAP  ROOMS 


1563 — 3-Light.  Keyless.  Length  Width 

18".  Glass :  Amber  or  Crystal. 

List  Price . $19,50 


1553 — 3-Light.  Keyless.  Length  10j4".  Width 
17".  Glass:  Amber  or  Crystal. 

List  Price . $20.25 


1551  —  1 -Light.  Switch. 
Width  8^".  Ext.  4". 
Glass  :  Frosted  or  Crystal. 
List  Price  .  $8.25 

Specify 

Amber  or  Crystal 
Glass 


1 

■ 

1552 — 2-Light.  Keyless.  Length  12".  Width  18". 
Glass :  Amber  or  Crystal. 

List  Price . $14.25 


1550 —  1-Light.  Keyless. 
Length  103^".  Width  8" 
Glass :  Amber  or  Crystal. 
List  Price  .  $8.25 


Stock  Finish : 


Polished 
Brass  with 
Solid  Maple 


1566 — 2-Light.  Keyless.  Length  20".  Width  8". 
Height  9".  Glass :  Amber  or  Crystal. 
Stock  finishes.  White  and  Gold,  Colonial 
Brass,  Maroon  and  Gold. 

List  Price . $8.25 


1575 — for  10"  glass.  3-Light.  Keyless.  Glass: 


White  or  Ivorv. 

List  Price . $11.70 

1578 — for  8"  glass.  2-Light.  Keyless. 

List  Price . $9.75 


28 


Electrical  Testing  Laboratories 

New  York.  N.  Y. 

REPORT  NO.  145508  ORDER  NO.  69476-S  PLATE  NO  30972 

CANDLEPOWER  DISTRIBUTION 
NO. 9343  INDIRECT  LIGHTING  ONIT* 

Rendered  to  Efcollte  Corporation 


One  unit  submitted  by  client  and  tested  in 
accordance  with  ^ 

client* s  Zg- 

instructions. 


Lamp  -  300  Watts; 
115  Volts;  5700 
Lumens;  PS35 
Inside  Frosted 
Gas-Filled  Bulb; 
C-7A  Filament; 


Mogul  Base;  General 
Service, 

Unit  -  Aluminum, 
enameled  white 
inside. 
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LUMINAIRE  DISTRIBUTION  DATA 


Mean  Vertical 


MID- 

ZONE 

ANGLES 

CANDLEPOWER 
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CANDLEPOWER 

AT  to  Feet 

ZONAL 

LUMENS 

180°IEN. 

650 

9O“h0R. 

31,8 

175“ 

770 

73 

0 

in 

00 

9,3 

13 

165“ 

880 

249 

75“ 

0 

0 

155“ 

930 

431 

65“ 

145“ 

940 

590 

55“ 

135“ 

920 

712 

45“ 

125° 

915 

807 

35“ 

1  15“ 

785 

779 

o 

10 

N 

105“ 

645 

676 

1  5° 

95“ 

255 

288 

5“ 

0“  N40IR 

LIGHT  FLUX  VALUES 


ZONE 

Lumens 

PER  CENT 

Total  Lumens 
BARE  LAMP 

LAMP 

LUMINAIRE 

0“-60° 

1410 

- 

- 

0“-90“ 

2931 

13 

- 

90“-180“ 

2769 

4605 

81 

0°-180“ 

5700 

4618 

81 

PER  CENT 
LIGHT  OUTPUT 
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LUMINAIRE  BRIGHTNESS 


CANDLEPOWER  PER  SQUARE  INCH 
The  arrows  indicate  the  location  and  angle  or  view 


Locations 

Cp.  per  Sq.  In. 
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♦E.T,L,  Identification^ No.  8715 


29 


FLUORESCENT  LIGHTING 


3118—1-Light.  For  18"  bulb.  Length  21". 
3124 — 1-Light.  For  24"  bulb.  Length  27". 
3136 — 1-Light.  For  36"  bulb.  Length  39". 

Wired  complete  with  switch  and 
au.xiliar.v  unit.  Width  5".  Exten¬ 
sion  3". 

3118  List  Price,  $24.00 

3124  List  Price,  31.50 

3136  List  Price,  40.50 


Stock  Finish : 

Polished  Chrome  or 
Satin  Chrome 


e 


Efcolite  keeps  abreast  of  the  times  in  the  latest  develop¬ 
ments  in  the  lighting  field  by  offering  the  first  of  a  series 
of  lighting  units  employing  the  new  fluorescent  mazda 
lamp. 

The  numerous  lighting  and  color  effects  with  fluorescent 
lighting  opens  a  new  avenue  of  sales  in  the  residential 
and  commercial  lighting  field  for  the  wide-awake  jobber 
who  has  this  complete  modern  line  to  offer  the  “light 
conscious”  public. 

I'he  bulbs  are  made  in  the  following  sizes  and  colors: 
15  watt,  18"  long;  20  watt,  24"  long;  30  watt,  36" 
long;  Daylight,  White,  Gold,  Red,  Blue,  Pink,  Green. 


4318 — 3-Lights.  For  18"  bulb.  Length  21". 
4324 — 3-Lights.  For  24"  bulb.  Length  27". 
4336 — 3-Lights.  For  36"  bulb.  Length  39". 

Wired  complete  with  three  lights  and  three 
auxiliary  units.  Width  9j/".  Height  over¬ 
all  36". 


I 
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4318 

4324 

4336 


All  Prices  Are  for  Fixtures 
Complete  Less  Bulbs. 


List  Price,  $75.00 
List  Price,  90.00 
List  Price,  120.00 


FLUORESCENT  LIGHTING 


7F0J)S 

r 


1118 — for  18"  bulb.  Length  213^". 
1124— for  24"  bulb.  Length  27^.". 
1136 — for  36"  bulb.  Length  39^". 

\\4red  complete  with  switch  and 

au.xiliary  unit.  Width  3^".  Exten¬ 
sion  3^". 

1118  List  Price,  $22.50 

1124  .  .  List  Price,  $31.50 

1136  .  .  List  Price,  $40.50 


Stock  Finish: 

All  Polished  Chrome  with 
Crystal  Rods 


e 


All  Prices  Are  for  Fixtures 
Complete  Less  Bulbs. 


1  he  daylight  bulb  has  e.xcellent  possibilities  for  use  in 
industrial  lighting,  where  good  illumination  will  result 
m  greater  efficiency,  such  as  over  the  inspection  table  or 
other  close  work. 

The  decorative  effects  of  the  colored  bulbs  suggest  un¬ 
limited  ideas  for  lighting  night  clubs,  hotel  lobbies,  cock¬ 
tail  rooms  and  other  unusual  lighting  applications. 


e- 


2118 — for  18"  bulb.  Length  22". 
2124— for  24"  bulb.  Length  28". 

2136 — for  36"  bulb.  Length  40". 

Two  Lights.  Wired  complete  with  two  aux¬ 
iliary  units.  Width  7".  Height  overall  36". 

2118  ....  List  P  rice,  $45.00 
2124  ....  List  Price,  $67.50 
2136  ...  .  List  Price,  $90.00 


I 
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QeneraL  ^nformatton 


GLASSWARE 

All  glassware  in  this  catalogue  is  manufactured  in  the  United 
States  for  our  exclusive  use  only. 

All  glassware  is  shipped  f.o.b.  Trenton,  or  direct  from  the  fac¬ 
tory  of  the  glass  manufacturer. 

LENGTHS 

Standard  lengths  are  specified  for  each  fixture,  but  where  addi¬ 
tional  length  is  required  add  7Sc  to  list  price  per  running  foot  or 
fraction  thereof  for  stem  type  and  4Sc  for  chain  type. 

WIRING 

All  fixtures  are  listed  wired.  Deduct  5%  for  fixtures  required 
bare. 

Fixtures  wired  for  Dual  Filament  Bulbs: 

Complete  with  switch  . add  $3.00  to  list 

Without  switch . add  $1.20  to  list 


HANGERS  ONLY 

Prices  on  hangers  only  are  quoted  on  request. 

BI-POST  LAMP 

All  19"  size  units  for  use  with  the  new  7-24-1000  watt  Bi-Post 
lamp  are  provided  on  request  with  special  socket,  socket  cover,  wires 
and  refactory  bushing  at  $3.60  list  additional. 

FINISHES 

All  finishes  other  than  specified  add  10%  list  additional. 

PACKING  AND  SHIPPING 

All  fixtures  are  individually  packed  in  special  cartons  to  prevent 
breakage  or  other  damage.  All  shipments  are  f.o.b.  Trenton,  N.  J., 
at  our  own  routing  unless  specified  on  order.  Our  responsibility 
ceases  with  the  acceptance  of  the  shipments  by  the  Transportation 
Company. 
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